USDA 



United States Depariment of Agriculture uufiftHiv 

Anirri^l and Plani Hsallh Inapecliori Ssrvica in^ lu 

Inspection Report 


CARL eOVARD 


SINGLE VISION 

616S FORREST HILLS RD 

MELROSE, FL32«66 


Cuslomer ID: 3S0CK 
Certificate: 53-C-0349 
Sile: 001 

OAHI FtOViRri 

Type: ROLniNE INSPECTION 
Dale: Apr-2&-2011 


‘“The primary endtosure for the 4 tigers and 1 lion is presently straight ience construcled of chainlink arxJ hog panels 
jusi aiiorl at 12 FI. high; 11 It. 3 ioche^ and 1 1 II. 7 incties in 1lia ar&as whore rnaa&urdiTidrila were taken. The 
enclosiire is surrourided bry a perinreler ferrce that ts i0 It, high with a 2 fl kick-in The licensee has submitted a 
possitsls aolulipn lor review by fhe Eastenn Regional Qtlic?. Ttie outdoor hairsing mirsf b^ con^|n,jqted in a mpmer 
that la appropriate lor the animals that are housed within it. 

The encloeure fencing is urider review. 

This is an amended linapeclidn to ramove the repeat de^ignalidn and citaiidn lifted under Sectidin 3.125(a) an report 
#11611l2£2270ai 1. 

Exit briefing condcfCted with owner. 

End ol Reporl, 


KIMBERLY DUFFINEY, A. C. I. 


By; 

KIMBERLY DUFFINEV. A. C. I. USDA, AFHIS, Animal Care 
Title; ANIMAL CARE INSPECTOR Inspector ICWE 


(b)(e), (b)( 7 )(c) 


Paue I {jf 1 


Date: 

May-ie-£0l 1 


Dpte: 

May-17-S01 1 


Insp e ction Rep oit EKplaiiatioii: http : / /unirw. iphis .us da. gov/ saiimsLiirelf afe / dowrnlo ads /IR_E>5)laiiatioii.p df 






